INTERIOR  OF  "OLD  NORTH  CHURCH"  Co 

OF  PAUL  REVERE  FAME,  T      ^  *b 

SALEM  STREET,  BOSTON,  MASS.  "L  •/  fl^  " 

The  chancel,  pulpit  and  sounding  board.  The  bust  HUAiKpvwtl 

of  Washington  as  it  appears  on  the  right.  The  BERKELEY  2,  Calif. 
original  high  pews,  used  each  Sunday  for  serv- 
ices at  10:45. 
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